An Open Access Dentistry Procedure Code Set 



Introduction: 

The following presents an open access dental procedure code set. This open access code 
set is not currently endorsed by any dental insurance companies or claim submission 
clearinghouses that process dental claims. This open access dental code set is not 
recognized as a standard HIPPAcode set. This open access dental code set cannot be used 
to submit any dental claims unless a dental insurance company that receives such claims 
agrees to recognize this open access dental code set or a specific derivation of the open 
access dental code set. Therefore, this open access dental code set is for informational or 
entertainment purposes only. 

Insofar as the open access code set is in the public domain, anyone may edit or otherwise 
modify the code set or expand it or subtract from it. However, an author or group or 
corporation, that modifies this open access dental code set and uses it to derive their own 
dental code set, should explicitly indicate who or what entity is the author, and what is the 
version number of the derivation. This is needed to identify that author or entity's specific 
derivation of the open access code set if, for example, a specific derivation is recognized as a 
standard open access dental code set for purposes of submitting dental claims or for any 
other purpose. 

The original version of this open source dental code set was compiled by John Mamoun, 
DMD. The basic syntax for identifying a derivation of this open access dental code is: 

"Open access dental code set, Mamoun compilation version U.U, VVV derivation version 
W.W., YYY re-derivation version Z.Z." Where U.U is the version of the original Mamoun 
compilation that is used, VVV is the author name of a code set that is derived from the original 
Mamoun compilation version U.U,, and W.W is author VVV's own version number of the 
derivation that VVV created. YYY and Z.Z are the author name and version number, 
respectively, of any re-derivation of the code set that might be made by author YYY, if author 
YYY made a re-derivation of the code using author VVV's derivation, version W.W, of the 
original Mamoun compilation, version U.U. In any identification of a version of the code set, 
reference is to made to the original Mamoun compilation and version, but a maximum of one 
derivation version and one re-derivation author are to be mentioned. The derivation author 
can always be traced down to underlying layers of derivation authors if a paper trail exists. 

The following are the main codes for the Open Access Dental Code set, original Mamoun 
compilation, version 1.0, September 2013 (Some codes are listed redundantly in this code 
set, in order to create groupings of codes to improve the convenience of billing and the ease 
of looking up codes): 

********************g I n n | n Q OF OPEN ACCESS DENTAL qqq^****************************** 
Diagnostic Procedures 

OADC0101 Complete intra-oral and/or extra-oral exam (new or established patient) 
OADC0102 Periodic or recall oral examination 

OADC0103 Limited oral exam, focusing on a limited problem or set of problems 



OADC0106 Consultation or screening exam (provided by treating dentist, non-treating dentist 
or a physician) 

OADC0107 Office visit, per unit 

OADC0108 Salivary sample for diagnostics 

OADC1 069 Brush biopsy 

OADC1070 Soft tissue biopsy 

OADC0900 Models of arches made for diagnosis 

Radiographs and Diagnostic Imaging 

OADC0201 Peri-apical intra-oral x-ray image, single and also first image 
OADC0202 Peri-apical intra-oral x-ray image, each additional image 
OADC0203 One bitewing X-ray image 
OADC0204 Two bitewing X-ray images 
OADC0205 Three bitewing X-ray images 
OADC0206 Four bitewing X-ray images 

OADC0207 Complete (full mouth) series of X-ray images (includes bitewing x-rays) 
OADC0208 Panoramic X-ray image of both maxilla and mandible 



